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Continuing Education in Computers 





Ask About Radio Shack's 
Training Sessions for Teachers 

Operating a microcomputer isn't like operating a 
movie projector or tape recorder. That's why 
Radio Shack's offer to train teachers and admin- 
istrators is such a great opportunity. You can 
learn elementary and advanced programming, 
as well as get "hands-on" experience with the 
TRS-80 computer — all at no charge. Expert in- 
structors at any of our more than 400 Computer 
Centers conduct these sessions and explain 

about computers in plain English, not "computerese". Best of all, these training 
sessions can be arranged to fit your schedule — just contact your nearest Radio 
Shack Computer Center or call your Regional Educational Coordinator. Ask to see 
our wide selection of TRS-80 computer courseware, too. 

For the Name of Your Regional Educational Coordinator, 
Call Toll Free, 800-433-5682. In Texas, Call 800-772-8538. 



I For More Information About Radio Shack 
Educational Products and Service*. Mall to: 
Radio Shack. Dept. 84 A-829 
300 One Tandy Ceater. Fort Worth. Texas 76102 
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Radio /hack 

The biggest name In little computers® 



A DIVISION OF TANDY CORPORATION 
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IhE TPS-80 COMPUTER VvHlZ KIDS (1984 Edition) was produced (Of the Radio Snack Division of Tandy Corporation by Archie Comic Publications, Inc.. 325 
it am A,e'we Mamaroneck N Y 1C543 Pubusned by Hw Radio Shack Division ol Tandy Corporation. Wi.liam M. Palmer. Director. In-House Publications. 300 
One Tandy Cenlt-r Fort v\'o"rtn.' Texas 76102. Copyright : 1984 Tandy Corporation All rights reserved. Nothing may be reprinted in whole or in part without written 
permission from Tandy Corporation The TRS-80 Computer Whi* Kids. Aiex and Shanna TRS-80 Trip Name in Classroom Computing. TRS-80 Videotex. Net- 
work 2 Controller TRS-80 Model 100 Tandy Pocket Pager and Scnpsit are trademarks of Tandy Corp, Radio Shack Division. The stories, characters and incidents 
mentioned m the adventure portion ol this magazine are entirely fictional, and no actual persons living or dead, are intended or should be inferred As to the 
historicai/technologicai mlormation contained in this magazine neither Rad.o Shack nor Tandy Corporation, nor any of their employees makes an/ warrant,, 
express or implied tor the accuracy completeness, or usefulness of such information contained m this magazine, which is distributed tree in limited quantities to 
studanta teachers', schools and other persons interested m science topics Printed in the United Slates ol America. First pnnting March 1984. Second printing 
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f 3UT WHAT'S VOW? ^S 
SURPRISE/ MS, Wli-SONi* 

piease 'teul js 



' SO, YOUR F/PST SURPRISE <S MY 
FRIENiP, i/&W BAK£P , A 

RepoKTea for the metro 

CITV MEWS WH-_ BE VISITING 
W!TH US THIS WORNiNS — 




-.to wkite business 
letters, research 
notes, press releases, 

and bulletins . 



/a/ the school office... 



turn on the fowsf? sw/tch ^k 

THEN " INSERT PISKETTE " ' 

APPEARS ONTWE SCREEN... 
... CAREFULLY PUSH OlS<ETTE 
INTO THE SLOT ( ORiVE 0) 4SP 
RO T ATE THE LATCH TO A 
HORIZONTAL. POSITION . 




0O0A? W/CC 0E "CW"/ 



Wi^w^trr^v\v\£wk\ 



THAT MAKES THE * 0/REC TORY" APPEAR. OH 
THE SCREEN , THE PIRECTORY IS PIVIPEP 
INTO SIX "CELLS". BACH CELL, IS THE 

STORAGE UNIT FOR INFOR/VtATION 
_ /ABOUT ONE POCU/MENT,.. 

• •«•.»*-( t>»fCO*VLiJT »»•»»»<■'• '•»< • • 
W*W| *UT C»r-iM0 HFVlSfD JijlH 'OM »*«8 Wf «W Ml 



... ANP IN TURN, 
A OOCUMENT CAN 
BE MADE UP OF 
SEVERAL PASES 
OF INFORMATION . 



v tut/* t/iwi ■:*/ 



v.; • V Ml W, XT * IK 




SH ANNA /TELL US HOW 
TO START TYPINS A 
NEW DOCUMENT.' 




£53 ©dHtl €3 
G3CD©Ci}<tt) 



J-UST PRESS THEgjI 
KEV, THEN 1UE/WSSW01& 
PROMPT APPEARS 
ON THE SCREEN, A 
PASSWORD CWT HAVE 
MORE THAN 8 LETTERS. 



IF VOU WANT A 
/^SSkfO-RCTYPE IT 
ANP PR ESS THE 
I ENTER I Key. IP VOU 
PON'T WANT A 
PA SSWOR P, JUST 
PRESS THE I ENTER I 
KEyANDTHE/V^IV 

Pocumsmt /ueuu 

WILL APPBAfZ ON 
THE SCREEN . 




SCRIPSIT -CREATE NEW DOCUMENT 



Diskette name 
SCRIPSIT 
Document name? 



Format Iine<1-t1) ot (Olefeult? 

D 

Author? 



Operator? 



Comments/ Description? 



Number of lines to store on each paqe <1-84i? 

60 

Activity level: (High, Medium, or low) (H, M. L>? 

Vertical or HoriTontat Format (V or H>? 

V 





AFT ER VOU FINISH TYPING, JUST PRESS 



& 



1 



THE I ctrlT kEY AUO, AT THE SAME TIME, 
PPESSTHE CAPITAL "Q" LETTER... 
WHICH RECORPS WHAT YOU TVPEO ANO 
MAKES THE 0/ff£CTORY APPEAR 
ON THE SCREEN AGAIN, 



'BAHWH/lS, ACROSS TOWN. ON THE PESERTEP 
SECTION OF WATEffPRONT — 




eeoBn 




- HfHlie , BACK AT METRO CITY ELEMENTARY 
SCHOOL, ANOTHER POOR OPBfYS ... 



CHILDREN' IF VOU 
CAH SEAR TO TEAR 
YOURSELVES AWAY 
FROM THE COMPUTERS 
FOR A MOMENT 



"\/-- I'D LIKE TC 
» INTRODUCE 




SOOD MORNINS, EVERYONE.' WELL, 1 SEE 
YOU'VE ALREADY ©OT ONE OF A REPORTERS 

w most /MPOferaA/r tools on hand ' 



^ /V/f AH / M AV3E ^\ /. BUT r/VffSff DAYS . 
f THAT WOULD V IT'S A COMPUTER.. 



HAVE BEEN THE 
ANSWERS FEwV 



LIKE MiT#S-BO 

AflOOEL lOO 
COMPUTER, AND 




WHV, WITH THIS MODEL JOO - 
I C/5W RECORD MY NOTES . 

<&ain access to Resea&c* 

MATERIALS, KEEP MY 

APPOINTMENT BOOK.. 

AND INCIDENTALLY.. 

THESE COUPLERS' 
CONNECT TO A 
I TELEPHONE HANDSET, 
K THEY'RE A A1UST 
'\ FOR ANY 

'- TRAVELER' 




WHEN I AM 
TRAVELINS 
AROUND THE 
CITY, I CAN 
EVEN HOOK iT 
TO ANY PHONE 
AND SEND IN 

news SToeies 

TO MY EDITOR.' 





/ SCRRV 

( TAA/PY 

V V EMS 

N. SET 


, KsPS, THATS WV> ™ 
"OCKtT PA6&1. THAT 
SOWEOJE'G TRVI^STO 
N T -^OUCH W.TH ME ^ 


^a^^ga 


"7 IS THERE A <T 

/ TELEPHONE 1 \ 

CAN USE SOMEWHERE ) 

V TO CALL AAV V 

^V ,MEWSPAP£« •? • 




*i^v 




/TBJI[Jf^kuI 






P^^-^ 




12w/ CERTdtNLV ^W 

1^3 I 1-1- T AKE Vo,J 

=r-^ -to THE OPP'CS -./^ 




the//? WAY 7& r*l£ 

new /wsmo c/ry 

/MUSEUM Of SC/ENCE 
ANP TECHNOLOGY/ 




YOU'P SETTER GEMEMBEG 
YOUR POSlTiONS IN THE I 

*w dMIN HALL... ^y 

'"?„ ANPPON'T T >"^ "V. 

REIAX, \ 
BOSS/ WE " 
KNOW THE 
PLAN BY, 
(WMK T ' 



ANC? PON'T 
EVEN BAT AN 
EYELASH TILL 
I GIVE YOU 

THESIGNA-' 



I WANT THE /tffJKS 
TO HAVE THE STORY 

Ptftsr,3\soi~. 
r AHO IT'S ^— <^ 
ALL RlPiNG 1 ^ 
OM YOV/M A 


▼ cCWSlPER 
F IT PONE, 

1 CHIEF/ THIS 
■ SOUNPS LIKE 

1 /WtONPOF 
^ STORY/ 




^5\| 


P^hH 


g^ 







Mur p/M/ie the tension shows 

^\ROUUO THEM AT THE THREAT 
OF COMINS VIOLENCE, MS. WLSOU'S 
SIXTH GRAPERS AXE U/VAWAR£ 
OF THE PANSER, AS 




see ^ov asa\ zsdtmi9 .\\us^ 
SS'-Owrt Class---? 




f ... AT THE SUPERMARKET 
CHECK-OUT COUNTER, IN BANKS. 
EVEN \UC4*STO MAKE THEM 
SAFER AND MOPE ££FtCl£A/T.' 

AND ONE DAY. ALMOST 
£\/£BYOH£ WILL HAVE A 
COMPUTER IN THEIR 
HOME — 




, THE FfffST /HO0££S OF 

< COMPUTERS, LIKE 
V THIS ONE... 




— JUST LIKE ALMOST 
EVER/ a</S/M£SS NOW 

USES THEM— FOR EVERY- 
THING PROM FILING,TO 
INVENTOR/ CONTROL, 
TO ACCOUNTING... 



— TO THE RUNNING OF 
THE VERY J>#O0</C7KM/ 
I M/£S TU£M5£l V£S . ' 
THAT'S WHAT TMS IS ALL 

ABOUT , CLASS— 
7<ff£ HALL OF COMPUTERS.' 



THE WORLD'S 



rr wasn't attvars this way, \/ is£#y&#*t, all- 

THOUGH. IN FACT, IT WOULD V ELECTRONIC COMPUTER 

HAyE_BEEN>^f(^7SS/£W^ WITH DEVELOPED IN THE 

UNITED STATES AND 



COMPLETED IN THE 
FALL OF 1945. IT 
W^S SO a/6. IT TOOK 
UP A 30KS0F00T 
ROOM' 




^AND MUCH MORE APV4NC£0. 
YOUNG MAN/ THIS "Sl/P£ff- 
0&AW " WEIGHED SO TOiVS 
AND CONTAINED 18,000 VACUUM 
TUBES, 70,000 RESISTORS, 

10,000 caPAC/roRS and 

G,000 SWITCHES — 



VET , THE TRS -BO MODEL IOO IS 
MUCH ©/4fca«*e...AND IT CAN BE 
CARRIED IN A BRIEFCASE/ 



BUT THEY /*5^ TO BUILD THEM THAT 9(&\ 
TO HOUSE THESE OtC?-£/]SWOU£C? 
f?AC>/OTUB£S ' THEN, IN /9+B , A 
DISCOVERY WA5 MADE THAT WAS TO 

g£votcrr/OMtz£ the electronics 

INDUSTRY AND CHANGE THE WORLD-. 




__ r#£TraivsisT&e.' 

WE OWE THIS TREMENDOUS 
DISCOVERY TO THE WORK 
OF THREE AMERICAN 
*s. SCIENTISTS- 



..W/U/4M 



^THE THREE MEN WERE JOINTLY 
AWARDED THE A/OB£C 0MXS 
/A/Pf/rs/CS FOR THEIR WORK 
AT SELL LABORATORIES. 



...ANDTHE 
AG£0£ 
/H/CBO- 

ei£cmov'cs 

WAS USHERED 

in ' coiuPoref? 
caPAOtt fry was 

ABLE TO INCREASE , 




1 KNOW WHAT 
CAME A/EXT, 
MR. ANDERSON' 

IT WAS THE 
/A/TSGRATEO CIRCUIT.. 
COMBINING MANY TIN/ 

circuits mooue 

CJAJIT' 





BACH MfcMORy 
CHiPCOWTAlK _ 

A /ffeota* 
narwtfce 

TttfiCKG IN A 



CQMPUTBB contains 

OF THESE TRACKS, IT 
<fiEPS TRACK OF A Li. THE 



--CAU60 A CtWTKOl ^ 
£W/r, WHICH PECOPES 
THE INSTRUCTIONS 
PBOSWMweC? IMTD 

•»ve co?Af»i.re« 



SVERv - ,v.E A ST£B» 
N THE PROSCAAAAA,N«3 
SrO»f«#/WC?,TH6 

CONiTTOl UNIT CAtlS 
•jP THE NEXT, JNi".. 




3' ZOC9SZ . \otact. 

L IKS SA/Gt/S*. TW6Y 

•i,'-:£ LAHSliASES AX 
ThEIR OWN... 




I'M NOT 
<5C\MA a*6U£ 
WITH HIM 

&9O0T IT , 
G^AKHA ' IF 
HE WANTS MS 




V 



OOoo*** ' TMIS 
o SO FIH/SrfMTfNG 

I CAN'T SE 1 " A ti&?D 

WHAT'S AfrVPSSV-'/VS. ' 



*s 



//eV/^Htne mc .' /._ «^ weke there 

PSTECTlVg .' S/1W ThE tVHOif THINS.' 




SHE IS/ SHE'S 
SOIKJS BACK /A/S/Cf 




A/eaftwHiie, in&pc ine MuseuM~. I 





THE ONLY 7S*/£- 
-THREAT IS TO 

Mr. Awceesow , 

4MP AFTER THE* 

Rfl/THE (?4NSOM 

FOR HIM , WE'LL 

escare- 




— THROUGH 
THE SEWERS 
THAT RUW SEHJEATH 
THE MUSEUM.' IT 

is resteer/ 

THE POLICE 
ARE /JT OUR 

Ate&cr' 



& 



all i-ve sot to oe? 

(6 QUICKLY TVPB OUT 
TH6 IMPORTANT FACTS 
Or FUWI'S «£«£ 
PLANS- 







7 SHS WAS... BUT THE 
TtfXM&fymp HAVE TOKEN 

V IT OVER /JMC? THE POLICE 
\^ M AVE I T SitffffOUHOEO- 





SO*£, FUZZ! 

HO TRICKS. 



■ f-xc** 7, Awes cwe/^X 



Jf/vt? so. plans aee hagtu r maps and, withiu 

feMViePtCS A& <?. yy ■//& 7CMP9 T n'e MCSei'V 




— WE TRANSMIT X^ ... NOT TO MENTION 

INFORMATION ABOUT * FIGURING OUT TH6 
A PATIENT'S CONDITION , PeOPER/ttMWCanatVS 
TO THE HOSPITAL A TO AP/WlNISTER ON 
WITH IT-. ^/ V^ THE SCENE ' 




IT CB«TAlNt.V te. 

AUBc7..TMg VSRY 
r/KW E pit; ON OF _ 

the K&*/*6mocny 



we^., I'm Suae vo. :, ve stil. Y twnic v am?, class, 

SO 1, i£*SOMS TO GCvfc, V.b WcftOK; kJO<-, '/<*• 3*K\- ■ TUB P&NC "»► 




BACK-UP DISKETTE A "Safe Copy" made from the original diskette and kept in 
case of damage or destruction of data on the original diskette. 

BASIC Beginner's All-purpose Symbolic Instruction Code, a widely-used 
programming language. 

BINARY A numbering system using only two digits, and 1 

BIT The smallest unit a computer circuit can recognize. 

BOOT UP To turn on a computer system (including all peripherals) and load an 
operating system or program. 



BREAK To stop the execution of a program by pressing the key IB RE A KJ or by 
typing the word "STOP" 

BYTE A combination of 8 consecutive binary digits. 

CASSETTE An information storage medium composed of magnetic tape on a spool 
enclosed in plastic case. 

COMMAND A function the computer performs upon your instructions. 

CONTROL That section of a computer which directs the activity of all other 
sections. 

CURSOR A flashing, white box on the screen which marks the location of the next 
letter or numeral. 

DATA The information processed by a computer. 

DEFAULT An action or value taken by a program if you do not specify which is to 
be used 

DIRECTORY A listing of the contents stored on a disk 

DISK A magnetic recording device for storage of data. 
EDIT To change existing information. 

ENTER The key on a keyboard that is pressed to enter data into the computer. 

K or KILOBYTE The letter symbol for 1024 bytes. 

MEMORY The section of a computer used for storage of information (also called 
data). 

MENU A list of questions, or prompts, the answers to which determine how the 
computer will execute an instruction. 

PASSWORD A file security option of up to 8 aJphanumeric characters. 

POWER UP To turn on the computer system (including all peripheral equipment). 

PROGRAM The instructions that tell a computer how to process and deliver its 
answer or information. 

PROMPTS Questions displayed on the screen which enable you to complete 
necessary instruction to the computer. 

SCRIPSIT A program used in word-processing. 



32 




Science Fair* Kits 
Fun and Educational 



160 in ONE 

Challenging Projects— 

Easy-to-Buildl 



Includes 
8V4X11" 
6-Page Lab 

Manual 



2995 



Build radios, transmitters, learn solar telemetry 

and more. Experiment with simple computer 
circuits, a flip-flop lamp flasher, even produce 
electronic sound effects. Parts are pre- 



Include* AUYou Need to 
Start a Hobby In Electronic*! 



mounted, with spring-clip connectors. All pro- 
jects solar or battery powered. Requires one 
9V and two "AA" batteries. 
28-258 29.95 



Perfect 

"First" AM 

Radio Kit 




"Plays 
forever" 



No batteries, no AC! Diode converts RF signal 
to audio. Covers 550 kHz to 1600 kHz. Ear- 
phone, instructions. 28-219 4.95 



VHF 

Radio 

Kit 



9 95 ti 




Quick end Eaay Assembly! 

Hear police, aviation and continuous weather on 108- 

135 and 148-174 MHz. With dust cover, earphone. Re- 
quires 9V battery. 28-221 9.95 




30 Projects Make 
Learning Fun 



1495 



Bulk) and experiment with an e l ec t ro nic siren, radio, beacon 
light, burglar alarm, timer, even simple computer circuits! Re- 
quires 2 ,T AA" batteries. 28-181 14.95 



Electronic Organ Kit 



1295 




Build a Turntable Organ That Really Play*! 

Learn electronics and music. Has 18 keys includ- 
ing sharps and flats, built-in speaker and song 
book. Requires 9V battery. 28-251 12.95 



Radio /hack 



A DIVISION OF TANDY CORPORATION 

Prices apply a participating Rado Shack store* end dealer* in the continental USA. Price* are subnet to change wMhout notice. 




Radio /hack 

EDUCATIONAL COMIC BOOK PROGRAM 

300 One Tandy Center 
Fort Worth, Texas 76102 



□ 



FREE 50-BOOK Pocket of 
Traveler from Spaceship EARTH!" 

FREE 50-BOOK Pocket ol 
"TRS-80 COMPUTER Whiz KWs" 



Please allow 4 to 6 weeks tor delivery oner ends June 30. 1985 
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SCHOOL 



STREET ADDRESS 
CITY 



_ STATE 



ZIP CODE 



